Risk:

Service load:

Specified dimension:

Spine-wall system:

Structural eccentricity:

Tolerance:

The probability of hazard in relation
to the occurrence of a particular
loading condition.

Unfactored normal loading condition.

Dimension required for panel fabrica-
tion so that the panel, when assembled,
will comply with spatial discipline.

A large panel system in which the
load-bearing walls are parallel to
the longitudinal axis of the building.

An eccentricity which exists as a
direct result of a structural detail.

The allowable deviation from a
specified dimension.

Traditional loading condition:        See, "Normal loading condition"

Transverse tie:

Ultimate load:

Vertical tie:

the horizontal tie used to laterally
link adjacent wall elements in the
same vertical plane.

The maximum load which may be placed
on a connection, member or a struc-
ture before its failure; also, the

load at which a connection unit or

i

structure fails.

The tie used to vertically link
adjacent lifts of wall elements 1n
the same plane.

-Ill-ions.
